The Federal Register announcement of the October 16-18, 1978 meeting
is given in Appendix A.  The text of the opening remarks by the CRC
Chairman is given in Appendix B.  A full reproduction of the CRC
recommendations is given in Appendix C.

11 *  Procedures followed at the October 16-18, 1978 Review Meeting
A.  Federal Register Announcement - see Appendix A*

A few points should be made to emphasize the procedures

announced in the Federal Register for the Alternate Concepts

Review Meeting*.

1*  The meeting was set up to deal with concept evaluation and
review, and specifically excluded contractor or site evaluation and
review.  The purpose of the meeting was to determine policy matters
and not to deal with procurement*

2.  Proposals were not solicited, or accepted, as a part of this
review process*  All material submitted was for the use of the CRC
in reaching its determinations.  Further, it was announced at the
start of the meeting (see Appendix B) that proposals dealing with
any of the concepts under review would not be reviewed, or even read^
by members of the CRC until the completion of the committee's work*

3.  The Concept Review Committee and DOE did no pre-screening of
concepts for consideration at this review.  All presenters who asked
for consideration were given a place on the agenda*  It was clear
following the presentations that some of the concepts presented were
not in a defensible position for a major proof~of-principle experiment,
being insufficiently developed or otherwise ineligible for participation
according to the guidelines published in the Federal Register Announcement.
Accordingly, an eligibility test was applied to each concept (described

in more detail below).

B*  Advisors

The CRC utilized an in-house group of advisors from within the
Office of Fusion Energy to aid them in (1) formulating the concept
review process, (2) selecting technical consultants, (3) developing
concept selection criteria, and (4) aiding the CRC in its analysis.
The technical advisors are listed below:

R. Blanken - Division of Magnetic Confinement Systems

C. Head - Division of Development and Technology

A. Kadish - Division of Applied Plasma Physics

M. Murphy - Division of Development and Technology

L. Price - Technical Projects Office

R. Zich - Division of Resource Managment and Acquisitionction
